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HARYANA GOVT GAZ ., AUGUST 13 ; 1968 ( SRVN . 22 , 1890 SAKA ) 


[PART 


EDUCATION DEPARTMENT 

1968, the worc s No. 9769 - IE - EDI1-67/36, cated 
CORRIGENDUM 

15th January, 1968 may be read as No. 9769 - IE -EDIT 
The 27th July , 1963 

67/336 , dated 9th January , 1968 . 
No. 6853- EDJI-68 / 17378 .-- In the Notification 
bearing No. 5629-5E -EDII-68 /14680 , dated 1st July , 

B. L. AHUJẢ , Secy. 
TECHNICAL EDUCATION DEPARTMENT 


The 27th July , 1968 . 


No. 4330 -PWNI (I) -67 /18030. - On termination of his services , Shri G.D. Bansal, clinquished charge of 
of his duties as Lecturer in Mechanical Engineering at Government Polytechnic , Jhajjar, with effect from 31st 
May , 1968 ( afternoon ). 

P.N. BHALLA , Secy. 
PUBLIC WORKS DEPARTMENT 
IRRIGATION BRANCH , HARYANA 

The ist August, 1968 
No. 6508 / E / 103 23/Nov. 67.-- Continuation of Haryana Government Notification No.3: 07 E / 103 /23 
Nov. 67 , dated the 19th April, 1968 , the officer mentioned below has passed the Departmental Revenue 
Examination prescribed in Para 1.112 of the P.W.D. Code, held on 16th and 18th November, 1967 : 


S. No. 


Name and Designation of the Officer 


Circle to which attached 


1 


Shri S. P. Wadhi, T.E. 

S. D. O. Constn . Divn . No. II , Panipat . 


Construction No. I. 


(PUBLIC HEALTH BRANCH ) 

in the Irrigation Branch Haryana , as officiating Sub 

Divisional Engineer, Project and Public Health Sub 
The 2nd August, 1968 

Division , Faridabad with effec from the 16th May , 
No. 4029 -PWIJT- (2 )-68/18265 .-- The Governor 1968 (after noor ) and till further orders , 
of Haryana is pleased to appoint temporarily and by 
transfer Shri Ram Lal, Temporary Assistant Engineer , 


ORDER 

The 5th August, 1968 
No. 6758-3P WII -67 / 18853. - In exercise of trc powers confe red by rules 133 of the indian Electri 
city Rules, 1956 , and all other powers enabling him in this beh :lf, the Governor of Hary ina hereby 
makes the following amendments in the Punjab Gove:pment Irrig tion and Power Depuitments, order 
No. S. 0. 133-4EL- 62 / 22977, dated the 17th September , 1962, namely : 

AMENDMENT 
( 1) In the said order ; 

In clause 46 
(a ) in sub -clause ( iii) after item (b ) the following new item shall be added , namely : 
" ( c ) Handling of Aluminium wires and cables ." ; 
(b ) in sub - clause (v ) after item (c ), the following new tem shall be added namely : 

" (d ) jointing of Aluminium wires and cables."?; ard 
( 2) inin clause 47 , in sub - clause (iii ) after item (b ), the following new item all he added , 

namely : 
" (c ) Handling of Aluminium wires and cables." 

P. N. BHALLA , Secy . 
HARYANÅ IRRIGATION BRANCH 

The 7th August, 1968 


No. 3012 / Admn. 68. - Shri Hari Chand , Officiating Superintendent, attached to te Haryana 
P. W. D. Irrigation Branch , is allowed under Rule 8.116 of the Punjab C. S. R. Volume 1, Part I, earned 
leave for 30 days with effect from the forenoon of St. of August, 1968 to tie afternoon of its of 
September , 1968. 

2. He is likely to return to his original post carrying the same pay and allowances after the 
expiry of his leave , 

3. He would have continued to officiate as Superintendent, lad he not proceeded 
leave . 

B. S. BANSAL , 

Chief Engineer , 
Irrigation Projects, 

Haryana . 


OD 


